AMENDMENT NO. 1 APRIL 2022 
TO 


IS 14856 : 2000 GLASS FIBRE REINFORCED 
PLASTIC (GRP ) PANEL TYPE DOOR SHUTTERS 
FOR INTERNAL USE — SPECIFICATION 


(Page 6, clause 12.1) — Add the following in end of the existing clause: 


‘c) ‘Modular’ or ‘Non-modular”, as the case may be; 


d) Designation as specified in Table 2 of the standard for modular sizes, or 
the actual size (width and height) for non-modular sizes; and 


e) Thickness of door shutter.’ 


(Page 7, clause B-2, para 2, lines 4" and 5") — Substitute ‘400 mm/’ for 
‘400 m?’. 


(CED 11) 
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